The Cottages at - - 

WHITT'S MOTEL 

Ore Fireproof and Insulated, Tile Floors and Baths, 
Good Beds, Easy Chairs and Indirect Lighting In¬ 
lures Comfort, Relaxation for all Guests. Located 
Ot East City Limit in Tulsa, Okla., on U. S. 
Highway “66”. 
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